FOOT BEAT xX-6 / VEHICLE #3 (HOLLYWOOD NIGHTS DETAIL) 
DATE 11/05/15 
OFFICER 1 J. BENSON #146 
WISSMAN #147 
SUPERVISO SALAZAR 


R 
1530- S.O.W.- ALL EQUIPMENT CHECKED OUT IN GOOD 
1600 WORKING ORDER INCLUDING VEHICLE #1. H&H 
PARKING STRUCTURE CHECKED AND NO PROBLEMS 
OBSERVED. BRIEFING 
1610- CODE 7 
1640 
1700- BUSINESS CONTACT: 1680 VINE (TAFT BUILDING). 
1715 CONTACTED “MIKE” WHO REPORTED NO PROBLEMS AND 
THANKED US FOR COMING BY. 
1725- BUSINESS CONTACT: 1615 VINE (MONTALBAN 
1740 THEATRE). CONTACTED “MIKE” WHO REPORTED NO 
PROBLEMS AND THANKED US FOR COMING BY. ALSO 
COLLECTED BID EQUIPMENT FOR VOLUNTEERS OF THE 
EVENT. 
1745- FOOT BEAT: 1600 VINE. CONDUCTED A FOOT PATROL 
1830 BEAT AROUND THE AREA. NO PROBLEMS WERE 
OBSERVED. 
1900- VEHICLE SWITCH: SWITCH FROM VEHICLE #1 TO 
1920 VEHICLE #3. H&H PARKING STRUCTURE CHECKED AND 
NO PROBLEMS OBSERVED. 
1930- BUSINESS CONTACT: 1680 VINE (TAFT BUILDING). 
2010 CONTACTED “THADIUS” WHO REPORTED NO PROBLEMS 
AND THANKED US FOR COMING BY TO CHECK ON HIM. 
2030- BUSINESS CHECK: 6400 SUNSET (AMOEBA MUSIC). 
2045 CONTACTED A FOOT BEAT PATROL AROUND THE 
BUSINESS. NO PROBLEMS WERE OBSERVED. 
2050- BUSINESS CONTACT: 1520 CAHUENGA (SPACE 15 
2115 TWENTY). CONTACTED “MIKE” AND COLLECTED BID 
EQUIPMENT FOR THE EVENT. 
2130- BID OFFICE: STARTED PATROL LOG 


2200 


2215- VEHICLE PATROL: CONDUCTED A VEHICLE PATROL 
2300 FOR THE HOLLYWOOD NIGHTS DETAIL. 


2315- BID OFFICE: ALL EQUIPMENT CHECKED OUT IN GOOD 
2400 WORKING ORDER INCLUDING VEHICLE #3. H&H 


PARKING STRUCTURE CHECKED AND NO PROBLEMS 
OBSERVED. 


2400 E.O.W. 


